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supply station, but this is not an essential feature of the plan,
and any large works that requires steam for heating or power
purposes might cover a portion of its requirements from a
destructor plant, if one were near at hand. As examples of
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this system of working the destructor plants at Huddersfield
and at Rotterdam may be referred to.
The  Huddersfield  destructor  was  erected  in.   1010   by
Manlove and Alliott, of Nottingham, and consists of eight